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SUBJECT: PHILIPPINE NUCLEAR POWER PLANT 

1 . EARLIER LAST WEEK JOHN SWETT, FIRST NATIONAL CITY BANK, 

NEW YORK, ARRANGED FOR APPOINTMENT 2:30 P.M. MAY 20, 1975 WITH 
WILLIAM J. CASEY AND STAFE MEMBERS TO DISCUSS NUCLEAR POWER 
PROJECT OF NATIONAL POWER CORPORATION WITH VISITING PHILIPPINE 
OFEICIALS. LOOKING FORWARD TO REVIEWING PROJECT IN DEPTH AT 
THAT TIME. REGARDS, CASEY, EXIMBANK 
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